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30 day free returns. If you don't like it for any reason we will send you a free prepaid return label for a full refund. 


Save time, and money. No more trips or tows to:the dealer, 30 day risk free money back guarantee. If you are unhappy for any reason we 
will send you a free prepaid shipping label for a full refund. Call with.any questions. Select your kit from the years below 


2024 to 1990 2016 to 1990 


DIESEL DIAGNOSTIC REPAIR LAPTOPS 


Diesel Diagnostic Repair Lapt... Heavy Duty Diesel Laptop Sca... Diesel Repair Scanner & Tuner ... Cat Comm 3 Adapter for Diese... 
$2,878.88 $2,198.98 $1,948.88 $328.98 


CUSTOMERS RECENT PURCHASES 


Diesel Diagnostic Repair Lapto... Repair Your Diesel Nexiq 3 For... Replacement Diesel Diagnostic ... 
$2,878.88 $789.88 $29.98 


ADD TO CART 


ADD TO CART 


ADD TO CART 


© a 


Cat Comm 3 Adapter for Diesel ... Diesel Diagnostic Repair Lapto... Diesel Laptop Diagnostic Scann... Chat 
$328.98 $24.89 $1,948.99 p a 


ADD TO CART 


Chevy / GM adapter works with... Nexiq 2 Adapter for Diesel Lapt... Diesel Diagnostic Laptop 9 Pin... 
$189.99 $889.88 $29.89 


EAD MO AD MOR 


Heavy Duty Diesel Laptop Scan... 
8 $2,198.98 


ADD TO CART 


88 $1,798.88 


D CART 


Save Time and Money fom FREE SHIPPING @) SUPPORT 24/7 > 30 DAY MONEY BACK 
a Save time, money, and excessive 7Y Free shipping on all US order or Contact us 24 hours a day, 7 U GUARANTEE 
diesel repair fees. order above $100 days a week Pre Paid Return Labels are 


Always Included, Love it, or Send 
it Right Back 


@) 100% PAYMENT SECURE 
2 
We ensure secure payment with 


all of our processors. 


Do You Have A Catalog For Exchange? Feel Free To Contact Us 


Your email address 


Terms of Service 


Terms Of Service 
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